MAIN-LINE TRAILER CO. 

— Factory ===== 

432-434 E. Manchester Ave. 

LOS ANGELES, CALIF. 

AMERICA'S GREATEST VALVE 


PLACE 
ONE CENT 
STAMP 
HERE 

1B-H469 


















